St.  Patrick  Cathedral 

Roman  Catholic  Cathedral  at  Fifth 
Avenue  and  50th  Street,  built  in 
1885,  the  leading-  religious  center  in 
New  York.  It  is  noted  for  the 
Gothic  style  of  its  architecture. 
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